CHRIST  LUTHERAN  CHURCH 

ALLENTOWN,  PENNSYLVANIA 
This  modern  front  view  of  our  Church   is  the  work  of 
one    of    the    city's    outstanding    photographers    and  a 
member  of  the  congregation.    It  reveals  a  broad  perspec- 
tive of  the  Church  of  which  we  are  all  proud. 

Photo  by  Mario  Frova. 
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